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PAGE 01 ALEXAN 00331 05I033Z 
ACTION NEA- 10 

INFO OCT-OI EUR-I2 ISO-00 EB-07 /030W 

060258Z 012996 /I3 

R 050532Z MAY 77 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0744 
AMEMBASSY CAIRO 
AMEMBASSY ATHENS 

UNCLAS ALEXANDRIA 0331 

ATHENS FOR RTDO 

E.O. 1 1652: NA 
TAGS: BEXP.EG 

SUBJECT: EOREIGN GOVERNMENT TENDER 

1. 729/02/P0183 

2. 050377 

3. R. CHASE 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED COMPANY) 

6A. REPLY OR CABLE TO- 
6B. EOREIGN PURCHASES COMMITTEE 
6C. ALEXANDRIA SHIPYARD COMPANY 
GATE 36, KABBARY, ALEXANDRIA, EGYPT 
CABLE: ALEXYARD TEL: 33090 TELEX: 4069(UN) ALXARD 

7. 4/77 

UNCLASSIFIED 
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8. 6/20/77 

9. 201 

10. DESCRIPTION: SUPPLY OF: 

3569973-0100 


Message Text 
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1) 33 HYDRAULIC JACK, CAPACITY TONS: 10, STROKE MPM: 250, OPERATING 
METHOD: MANUAL PUMP: ATTACHED, REMARKS: DOUBLE ACTING. 

2) 5 HYDRAULIC JACK, CAPACITY TONS: 10, STROKE MPM: 250, OPERATING 
METHOD: MANUAL PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

3) 1 HYDRAULIC CYLINDER, CAPACITY TONS: 10, STROKE MPM: 38, OPERATING 
METHOD: MANUAL PUMP: SEPARATED, REMARKS: SINGLE ACTING. 

4) 1 HYDRAULIC CYLINDER, CAPACITY TONS: 20, STROKE MPM: 45, 

OPERATING METHOD: MANUAL PUMP: SEPARATED, REMARKS: SINGLE ACTING. 

5) 5 TRACTION HYDRAULIC JACK, CAPACITY TONS: 25, STROKE MPM: -, 
OPERATING METHOD: MANUAL PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

6) 18 HYDRAULIC JACK, CAPACITY TONS: 25, STROKE MPM: 210, 

OPERATING METHOD: MANUAL PUMP: ATTACHED, REMARKS: DOUBLE ACTING. 

7) 1 HYDRAULIC JACK, CAPACITY TONS: 30, STROKE MPM: 64, OPERATING 
METHOD: MANUAL PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

8) 1 HYDRAULIC JACK (HORIZONTAL) CAPACITY TONS: 30 STROKE MPM: 64, 
OPERATING METHOD: MANUAL, PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

9) 2 HYDRAULIC CYLINDER, CAPACITY TONS: 50, STROKE MPM: 330, 

OPERATING METHOD: MANUAL, PUMP: SEPARATED, REMAKRS: DOUBLE ACTING. 

10) 6 HYDRAULIC JACK, CAPACITY TONS: 50, STROKE MPM: 330, 
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OPERATING METHOD: MANUAL, PUMP: ATTACHED, REMARKS: DOULBE ACTING. 

1 1) 10 HYDRAULIC JACK, CAPACITY TONS: 50, STROKE MPM: 300, OPERATING 
METHOD: MANUAL, PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

12) 3 TRACTION HYDRAULIC JACK, CAPACITY TONS: 50, STROKE MPM: 300, 
OPERATING METHOD: MANUAL, PUMP: ATTACHED, REMARKS, SINGLE ACTING. 

13) 1 HYDRAULIC CYLINDER: CAPACITY TONS: 100 STROKE MPM: 160-200, 
OPERATING METHOD: MANUAL, PUMP: SEPARATED, REMARKS: DOUBLE ACTING. 

14) 5 HYDRAULIC JACK, CAPACITY TONS: 100, STROKE MPM: 300, OPERATING 
METHOD: MANUAL, PUMP: ATTACHED, REMARKS SINGLE ACTING. 

15) 4 HYDRAULIC CYLINDER, CAPACITY TONS: 100, STROKE MPM: 160-200, 
OPERATING METHOD: ELECTRIC POWER PUMPS: PUMP: SEPARATED; REMARKS: 
DOUBLE ACTING. 

16) 10 HYDRAULIC CYLINDER; CAPACITY TONS: 200; STROKE MPM: 160-200; 
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OPERATING METHOD: ELECTRIC POWER PUMPS; PUMP: SEPARATED; REMARKS: 
DOUBLE ACTING. 

17) 3 HYDRAULIC lACK; CAPACITY TONS: 200; STROKE MPM: 200; OPERATING 
METHOD: MANUAL, PUMP: ATTACHED, REMARKS: SINGLE ACTING. 

3561198-0100 

18) 2 ELECTRIC POWER PUMP OP PRESSURE 100 FOR l.S H, 3 PHASE, 

380 V; DOUBLE ACTING CYLINDER. 

NOTES: 

COMPLETE ACCESSORIES AND SPARE PART ESSENTIAL AT LEAST 
FOR 5 YEARS. CLOSE PUMPS AS YOUR PRODUCTION PROGRAM IT 
MUST BE SUITABLE FOR THE REQUIRED CYLINDER (IN CASE OF 
SEPARATED PUMP). WEIGHT OF JACK MUST BE AS LOW AS 
POSSIBLE. STROKE MUST BE IN THE REQUIRED RANGE. 
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DOUBLE ACTING MEANS PUSH AND PULL. ALL TYPES OF 
HYDRAULIC JACKS WILL BE USED IN SHIPBUILDING ASSEMBLY. 

PRICE QUOTATIONS REQUESTED FOB. 

CHASE 


UNCLASSIFIED 


NNN 
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